ST.  JEROME  CATHOLIC  CHURCH 
Indian  Rocks,  Florida 
On  mainland  —  '/2  mile  south  of  bridge 
The  Holy  Sacrifice  of  the  Mass 
Sunday:  Jan.  to  April  8  *  10  *  I  1:30 

Sunday:  May  to  Dec.  8  *  10  *  Daily:  8 

Rectory:  515  2nd  St.,  Indian  Rocks  Beach. 
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